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COMPANY NAME 

The Perkin-Elmer Corporation 


ENGINEERING STUDY EX- 
CHANGE PROPOSAL 0 


AFFECTS: 


DATE 

August 18, 1965 .. 


NAME OF MAJOR COMPONENT PART OR LOWEST SUBASSEMBLY 


WSPO 


PE-35 

Proposal No. 


PROJECT □ 


PART NO. & MODEL OR TYPE 


TITLE OF PROPOSAL: 


NATURE OF PROPOSAL: 


Portable Power Supply 


28 Volt DC Regulated Power Supply 


REASON FOR PROPOSAL: 

To provide field service personnel with a light-weight portable regulated 
power supply for use on field trips and at permanent station. Has been 
requested by both Det G and Det H. . 

a STATINTL 



x7/>^ 

i f ■ ' c 


ESTIMATED COST AND TIME INVOLVED: 
ADDITIONAL FUNDING REQUIRED: 


I 


ESTIMATED COST FOR KITS OR PARTS: e11 . . 

ADDITIONAL FUNDING REQUIRED: Selling Price $575.00 Each 


ITEMS AFFECTED BY PROPOSAL: 


Safety 

Mission 

Effee- 

Performance 

Operating 

Procedure 

□ 

tlv|Ofl|s 

11 

□ 



Tools & 
Support 
Equipment 

Maintenance 

Procedure 

hit" 

fit! 

H 

□ 

□ 

□ 

None 



EST. MAN/HRS. REQ’D. TO AC COMPLISH CHANGE IN FIELD None 


SOURCE OF PARTS FOR KIT AVAILABILITY WEEKS AFTER APPROVAL 

Contractor 


DISPOSITION OF SPARES AFFECTED 

Not 


INITIATED BY: 

„ Approved For Release 2002/06/14 : C 

Contractor 

























